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25X1 A 


ASTI3M: dpd (1,2, 3,4 ,5,6, 7,8,9, 
SNF© S/C (11) 

DHD 25X1 A 
TOR: 1701Z 17 AUG 60 



TO 
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1 in 30930 

I! 

k( 

tli 

14047 


REF: 


25X1 A 
25X1 A 


2781 (OUT 7082 6 )//^ 


RECOMMENDS 1 EA OXYGEN TESTER AT EACH OPERAT S NG 
LOCATION PLUS 2 EA FOR BACK-UP SPARES. PRICE IS UNKNOWN. 
ITEM IS LISTED IN FEDERAL CATALOG AS SNB-2 EA $55.00. 
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